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new argus 
SYNCHRONIZED FLASH CAMERA 


Flash! And the picture’s yours 
for keeps with the new Argus C3 
Camera. Takes fast-action shots 
in ANY light! Built-in timer 
synchronizes flash and shutter 
speeds. Coupled range finder as- 
sures critical focusing from 3 
feet to infinity. Has high speed 
f:3.5 “Cintar” triplet Anastig- 
mat lens, fully color corrected. 
Shutter speeds range from 1/5 
to 1/300 second. Uses 35 mm. 
film in standard cartridge. 
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ARGUS CANDID CAMERAS 











International Research Corporation 
326 Fourth Street, Ann Arbor, 


SEE YOUR LOCAL 
ARGUS DEALER 
OR MAIL COUPON 


